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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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Indian Standard ( Reaffirmed 2005 ) 

NUMERALS FOR AIRCRAFT INSTRUMENT DIALS 
AND NUMBER PLATES 



1. Scope — Form and size of numerals used on aircraft instrument dials and number plates. 

2. Form 
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H*= Height of figure 

W » Width of figure including interspace 

3. Size 

3.1 Width/Height Ratio — The width of a numeral in relation to its height shall be determined by 
multiplying the height by the appropriate value given in the table below: 



Numeral 


1 


2, 5, 6, 8, 9, 3 


4 


7 


WjH 


043 


0-79 


0-77 


0'70 


0'64 



3.2 Height and Width of Numerals on instrument Dials 



All dimensions in millimetres. 



Nominal Size* 

of Instrument 

Case 


Height 
H 


Width W 


1 


2, 5, 6, 8, 9, 


3 


4 


7 


39 
57 
80 


3'5 

5 
7 


1-5 
2*2 
3 


2'8 

4 

5-6 


2"7 
3'9 

5'4 


2'5 
35 

5 


22 

3*2 
4-4 


♦Size corresponding to IS:6743-1972 'Sizes and mounting dimensions of aircraft instrument 
cases ( rear-mounting type ) \ 



This standard conforms to ISO/R 267-1962. 
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